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Patient Types... 


The Man on His Feet 


Trregular and uncertain times for defecation may lead to hemorrhoids 
and more often to constipation. Cathartics aggravate the condition. 

Petrolagar is very helpful in managing these cases. It brings about 
normal peristalsis in a natural way. It prevents the congestion of the 
hemorrhoidal veins caused by straining at stool. 

Petrolagar is a mechanical emulsion of liquid petrolatum (65% by 
volume) and agar-agar, deliciously flavored and pleasant to take. It has 
many advantages over plain mineral oil. It mixes easily with bowel content, 
supplying unabsorbable moisture with less tendency to leakage. It does 
not interfere with digestion. 

Petrolagar restores normal peristalsis without irritation, producing a 
soft-formed, normal stool consistency and real comfort to bowel movement. 


Petrolagar 











eae rd = Tene. Petrolagar Laboratories of Canada, Ltd., 

tal Dispensing unit for 907 Elliott Street, cy. g 

hospital dispensing only Windsor, Ontario. 

z Gentlemen:—Send me copy of “HABIT 
TIME” (of bowel movement) and specimens 
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In harmony with 
the modern policy regarding 
preventive medicine 


TODAY, more than ever before, is the medical profession striving 
to free men and women from their traditional and harmful practice 
of dosing themselves with laxatives and cathartics. 


Kellogg’s ALL-BRAN is being recommended by physicians every- 
where as a safe and sure means to prevent constipation. Since it 
is 100% bran, it supplies the system with a generous quantity of 
bulk which promotes peristalsis ~a¢ura//y. No part-bran product 


can be so effective. 


Cooked and crumbled by a special process, Kellogg’s ALL-BRA ™ 
has a distinct and delicious flavor that every patient likes. So many 
ways to enjoy it also. As a cereal with milk or cream, or with 
fruit or honey added. Or, as an ingredient in favorite cooked 
dishes which lack roughage. 


Made by Kellogg in London, Ontario. Sold by all grocers. 
Served everywhere. A full-sized package of ALL-BRAN will 


be mailed free to any doctor upon request. 
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Another 
McKesson Advantage 


N ADVANTAGE of the intermittent principle 
A of the McKesson apparatus is its ease of 
operation. If the patient breaths rapidly 
for a few moments, the gas in maintaining its 
pressure, speeds up delivery with the respirations; 
when respirations become slower, the apparatus 
slows up the delivery automatically—relieving the 
operator of constantly shifting the flow rate with 
every change or taking the consequences of either 
light anesthesia at one time or excessive waste of 
gas at the other. 








McKesson Universal Web 


Unit No. 100 Write for Complete Information 


Toledo Technical Appliance Company 


TOLEDO, OHIO, U.S. A. 





Caco 


ALA A SSS 











in cystitis and pyelitis 


‘PYRIDIUM - 


Phenyl-azo-alpha-alpha-diamino-pyridine hydrochloride 
(Manufactured by The Pyridium Corp.) 


For oral administration in the specific treatment 
of genito-urinary and gynecological affections 


Sole distributors in Canada 


MERCK & CO. Limited Montreal 


412 St. Sulpice St. 
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The best 


costs no more 






























































HE disinfectant field is one place where the best is no more ex- 
ij pate than its imitations and substitutes. “Lysol” Disinfectant 
is certain in its action. It is absolutely soluble, neutral and uniform. 
Why use inferior disinfectants when it is not justified even from an 
economy standpoint? The risk to the institution, its staff and patients 
is great unless you are sure your disinfectant really protects. Use 


“Lysol,” which has been the standard for forty years, and be sure. 


“Lysol” is the registered trade mark of LYSOL (CANADA) LIMITED 
Distributed by Lehn & Fink (Canada) Limited, Toronto 











“Lehn & Fink Serenade” — WJZ and 14 
other stations associated with the National 
Broadcasting Company—every Thursday at 
8 p.m., Eastern time; 7 p.m., Central time. 























Disinfectant 


Trade Mark ‘‘ Lysol’’ 
Registered in Canada 
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HOSPITAL APPAREL 


IN COTTON AND COTTON DRILLS 
OR DUCKS 


DOCTORS’ COATS AND PANTS 
OPERATING SUITS 


OPERATING GOWNS (SURGEONS’ 
OR NURSES’) 


PATIENTS’ BED GOWNS 
ORDERLIES’ SUITS 
PNEUMONIA JACKETS 
ETHER JACKETS 
LETHOTOMY SHEETS 
BATH ROBES 
PATIENTS’ WRAPPERS 
MAIDS’ UNIFORMS 
PROBATIONERS’ UNIFORMS 
WARD HELPERS’ UNIFORMS 
OBSERVATION CAPES—ETC.—ETC. 


IN FACT ANYTHING y 
IN COTTON GO ODS , Style No. 3700 














Style No. - A POST CARD ENQUIRY FOR PRICES OR SURGEON’S 
OPERATING GOWN IMMEDIATE ATTENTION 
Bleached Sheetin Bleached Sheeting 
Special Price, $17.00 doz. MAKERS OF THE WELL Special Price, $17.00 doz. 
Bleached Marble Head KNOWN Bleached Marble Head 
$21.00 doz. . $21.00 doz. 
itted ui If knitted cuffs required 
F200 er sega C N U R “ E 3 > add $2.00 pont dozen 





WORN BY ALL WELL DRESSED NURSES FROM 
COAST TO COAST | 


Made in Canada by 


Quotations cheer- ( ORPBE TT~' OWLE od 7 All garments un- 
fully submitted on conditionally guar- 
special apparel for Limited anteed, as to both 


hospital use. NOTE OUR NEW TORONTO ADDRESS wor — and 
690 King St. W. 1032 St. Antoine St. terial. 
TORONTO MONTREAL 


“Demeniieeemendtitiniiiitied 


Please refer to THE CANADIAN HOSPITAL when writing 























August, 1929 THE CANADIAN HOSPITAL 














Penticton 
Hospital 
praises 


Frigidaire 


HE outstanding advantages of Frigidaire Auto- 
matic Refrigeration find full scope in the hospital 
or biological laboratory. Here its constant cor- 

rect temperatures, its cleanliness, its pure, crystal- 
clear ice cubes really come into their own. 


Some time ago Penticton Hospital, Penticton, B.C., 
installed Frigidaire. The entire hospital staff is more 
than pleased with it. ‘‘The Frigidaire you installed is 
a wonderful success,’’ writes the Matron. ‘‘We are 
now able to keep food stuffs as they should be kept, 
and we can make all the ice needed throughout the 
hospital.’’ 


Let your local Frigidaire —_— give you the Frigid- 
aire facts on hospital and clinical laboratory installa- 
tion. Learn how low quantity production has made 
Frigidaire prices—and how easy the GMAC plan makes 
the payments. Or if you would prefer to first receive 
the Frigidaire literature, just mail the coupon. 


FRIGIDAIRE CORPORATION, TORONTO, ONTARIO 


FRIGIDAIR 


PRODUCT OF GENERAL MOTORS 


bicsecdiess  scuaiunmmeamaines — 


Frigidaire Corpora 
| Sterling Tower, Toronto 2, Ont. 
i Please send your Frigidaire booklet on installation in | 


| hospitals and clinics. 


(| | OND oss. instiid'g ahi tov} vakoiasaeabahcgnaiiighosbsaohccepeioatiniecingie tebawcenaties ) 
OE osha esas a sci tic aoa ciech. ottawa igis Jo aoa aipne ula oedepemedlbeieaes | 


— ihibiielanaeneanenmnaiaiitidas wil 
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fj 
Is Your Laundry Plant Efficient ? 








We are specialists in laundry machinery. We 
manufacture equipment suitable for small, medium 
and large hospitals. Let us know how much linen 
you launder per week and we will give you expert, 
unbiased advice on your laundry problems. 


The Beaver Laundry Machinery Co., Limited 


MANUFACTURERS 
393 SORAUREN AVENUE - - - - TORONTO, ONT. 
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CENCO-IMPROVED 


AUTOCLAVES— 


(Steam Pressure Sterilizers) 


MADE IN FOUR SIZES 
ARRANGED FOR STEAM, GAS OR ELECTRICITY 


Double Wall with Monel Metal Inner Jacket 


ir — 
Monel Metal Tray 


Circular door of cast brass rolling on track. Lever type safety valve. 

Pressure gauge with arrow at 15 pound mark indicates proper working 

pressure. Thermometer with red indicating fluid is attached by means of 

threaded metal case. Generator of tinned copper with jacket to prevent 
radiation with water gauge and drain cock. 


We do not recommend autoclaves which are not provided with separate gener- 

ators, even when connection is to be made directly to a steam line, on account 

of the oil usually carried by the steam in pressure lines. The use of a separate 
generator insures clean steam and clean dressings and vessels. 











All copper parts are heavily tinned inside to prevent corrosion. The rivets in the Cenco-im- 
proved autoclaves are only 13 inches apart as compared with 2 inches in some other makes. 
This feature, combined with the heavy end wall, makes for a greater margin of safety. 


Cannpan Sounmune Comeanw or Cuenkiaane 


LABORATO SUPPLIES 
igperiae CNG) Chemicals 


119 Yor« Sr. TORONTO 2 ONTARIO 
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“Buck Ebonite” 
Developing Solution Tanks 


new material which has replaced numerous items made 
in the past of hard .rubber because it— 


Does not easily break or chip. 

Withstands a temperature of /180°F. 

Is not affected by acid or alkali. 

Will not bulge or warp. 

Does not have rough inner walls. 

Buck Ebonite tanks are easy to clean—drain hole in bottom. 
Have a cork ejecter on outside. 

Have legs to permit circulation of water beneath. 

Die cast in one piece, no seams. 

Now manufactured in three sizes 2!/2, 5 and 10 gallon size. 
Price $10.00 $12.00 & $15.00 respectively. 





Will Last a Lifetime 


BUCK X-OGRAPH COMPANY 
ST. Louis, U. S..A. 


PRINTED IN U. S. A. 
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KNY-SCHEERER 
SURGICALLY EQUIPS 


The EDGEWATER BEACH HOSPITAL 


CHICAGO 


LLOWING in the foot- 

steps of modern hospitals 
throughout the country, author- 
ities of the Edgewater Beach 
Hospital, Chicago, IIll., have 
chosen for this most modern in- 
stitution Kny-Scheerer surgical 
equipment. This selection of Kny- 
Scheerer products is another 
manifestation of the confidence 


placed in Kny-Scheerer by lead- 
ing hospitals, and offers gratify- 
ing testimony to the quality, 
modern design, efficiency and 
reliability of Kny-Scheerer 
equipment. Complete modern 
hospital requirements, both tech- 
nical and practical, fully supplied 


-and coordinated by the contract 


department of Kny-Scheerer. 


Delivery Room 




















Sterilizer Room 


wey 




















Nursery 


KNY-SCHEERER CORPORATION 


233 Spring Street New York City 
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Ik your Hospital (be it large or small) is con- 
templating a new X-Ray installation —or 
changes in your present installation —or the purchase 
of diathermy or ultra-violet apparatus—you will profit 
by consulting with us. 


We have equipped many Canadian Hospitals. May 
we tell you about them? 


THE M. B. EVANS X-RAY COMPANY 


2539 Woodward Ave. 80 Richmond St. East 211 Union Ave. N.E. 
DETROIT, Michigan TORONTO 2, Ont. GRAND RAPIDS, Mich. 





Exclusive Distributors of American X-Ray Corporation Apparatus 





OBSTETRICAL BED ~ « *« * #* « 


Size—Head Sec- 
tion 30 x 40 inches. 
Foot or Separable 
Section 30 x 32 in- 
ches. Height 30 
inches. Provided 
with screw raising 
devicewhichisquiet 





and certain. Has 
adjustable back 
rest, pressure ad- 
justable foot board, 
leg holders and ad- 
justable hand pulls. 
Foot Section equip- 
ped with special 
lock castors. Head 
Section mounted on 
large glass glides. 
Has swinging catch 
basin. All working 
parts nickel plated. 
Finished in white 
enamel.—Write for 
Quotations. Ne. 2016 


THE METAL CRAFT COMPANY, LIMITED 


Manufacturers of Hospital Equipment 
GRIMSBY, ONTARIO 
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Accurate Diagnosis‘ 


The No. 1-A Electrical Stethoscope emphasizes only 
those sounds to which the doctor desires to listen. 
This makes it capable of giving you valuable evidence 
in cases where the natural limitations of the Standard 
Acoustic Stethoscope are inadequate. 


The important development of this electrical Stetho- 
scope is a special vacuum tube amplifier. This allows 
a practically distortionless reproduction over the entire 
range of frequencies in auscultations. The special 
electro-magnetic detector eliminates the difficulties in- 
herent in the reproduction by carbon microphones. 
The electrical filter suppresses all sounds outside the 
band of frequencies to which you desire to listen. 


For colleges and large medical conventions this 
Stethoscope is invaluable. It has ample power to 
permit attaching to it a large number of receivers. 


For further information on the No. 1-A Electrical 
Stethoscope write to the Research Products Sales 
Department, 637 Craig Street West, Montreal. 


Northern QQ Electric 


COMPANY LIMITED 
—e ZA NATIONAL ELECTRICAL SERVICE 





STJOHN N.B. HALIFAX QUEBEC MONTREAL OTTAWA TORONTO HAMILTON LONDON WINDSOR NEW LISKEARD SUDBURY WINNIPEG REGINA CALGARY EDMONTON VANCOUVER 
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That Magic Carpet 
Is Partly Real 


Remember the story of the magic carpet? 
How it lifted so effortlessly and smooth- 
ly—how it landed with the gentleness of 
a feather touching earth? 


Just so smooth are the Otis-Fensom eleva- 
tors in the St. Joseph’s Hospital, Victoria, 
B.C. 


These elevators rise and descend, and stop 
and start with gentle swiftness. 


That means a great deal where sick people 
are passengers. — It- is an Otis-Fensom 
feature that ensures the comfort of patients 
when they are being moved from floor 
to floor. 


Otis-Fensom Elevator Company 
LIMITED 


Offices in all principal cities 




















ST JOSEPHS HOSPITAL #7 
Wc victomia sc. if 


C ELWOOD WATKINS. Architeck «+2 «LUNEY BROS, Limited Victoria, Gen'l Contractors 
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Castle Leads Again 


in Sterilizer Refinements 


Once more Castle is the first to make radical 
improvement in Hospital Sterilizers. This 
time it is simplicity in recessed mounting. 


Castle Leadershi “ 
Note the following details. 


1 Forced Air Evacua- 


tion. 


2 Automatic Air Ejec Recessed Autoclaves 
3 Improved Piping & Each autoclave has but one opening 
eee —ae thru tile. All operating valves and 
implified Recessed : 
Installations. fittings are brought thru a cast 
bronze finishing ring. 


Recessed Water Sterilizer 
Minimom number of operating 
valves—simplicity means accuracy. 


Castle Electric Recessed Blanket Warmer 





Sterilizers in 








Medical Arts Set flush to tile. Warmer itself is 
Edinburg, mines double walled. 
WILMOT CASTLE COMPANY 1202 University Ave. ROCHESTER, NEW YORK 


World’s Largest Manufacturers of Sterilizers for Hospitals, Dentists, and Physicians 
FOR DATA ON CASTLE HOSPITAL STERILIZERS FILL. AND MAIL TODAY 
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OFFICIALS OF CANADIAN HOSPITAL ASSOCIATIONS 


Alberta Hospital Association. 
President, Dr. A. H. Baker, Central Alberta Sanitarium, Cal- 


gary. 
PM’ a J. A. Montgomery, Edmonton. 


British Columbia Hospitals Association. 
President, J. H. McVety, Vancouver. 
Secretary, E. S. Withers, Royal Columbian Hospital, New 
Westminster, B.C. 


Manitoba Hospital Association. 
President, Robert Darrach, Brandon. 
Secretary, Dr. G. S. Williams, Children’s Hospital, Winnipeg 


Maritime Catholic Hospital Association. 
ie ga Rev. Sister Mary of the Sacred Heart, Inverness, 


New Brunswick Hospital Association. 
President, John A. Reid, Fredericton. 
Sec.-Treas. Col. T. G. Loggie, Fredericton. 


Ontario Hospital Association. 
President, R. H. Cameron, Toronto. 
Secretary, Dr. F. W. Routley, Ontario Division, Canadian 
Red Cross, Toronto. 


Saskatchewan Hospital Association. 
President, W. E. Stephenson, Moose Jaw. 
Secretary, G. E. Patterson, Regina. 


1" 
Preventive Medicine the Supreme 
Science of Future 


“‘Preventive medicine will be the supreme human 
science of this century,’’ one of the world’s most 
prominent surgeons, Sir William Arbuthnot Lane, 
predicted in a recent interview. The statement 
ran mainly in two veins; first, the value of natural 
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sunlight, and its equivalent, ultra violet rays, in 
the prevention and cure of disease; and secondly, 
the importance of dieting in relation to longevity. 
The surgeon was particularly emphatic in his reply 
to recent criticism of the rays, and referred the 
sceptics to the cure that had been effected on the 
King. He saw a future where the man whose work 
or purse prohibited travelling to places where sun- 
light was abundant, would make use of “artificial 
sunlight” or ultra violet rays as a matter of course. 

Emphasizing the importance of preventive medi- 
cine, the surgeon read an extract from the health 
encyclopaedia in magazine form entitled ‘“The Golden 
Health Library”’ that he has lately founded. ‘The 
underlying conception of this work,” he said, “‘is 
that good health can be attained and preserved by 
ascertained principles of living. It is not a closed 
secret of the medical profession, nor is it to be found 
in specifics and prescriptions. Modern civilization 
is obsessed by the disease complex, and medicine, 
which is dominated at least as much as other pro- 
fessions by public opinion, is still unable to think 
itself away from that false and injutious attitude 
towards its function. The physician as ‘healer’ 
still carries the strongest public appeal. Yet it 
cannot be denied that it is the physician as ‘preventer 
of ills’ who will be the doctor of the future.” 

Sir Arbuthnot Lane compared the human body 
to the motor car, whose life of service is dependent 
on the care it receives. ‘“‘Watch your diet,” he 
says. ‘Your diet is the oil and grease the human 
motor requires to keep it is running order. Bad 
feeding is a notorious cause of cancer.” 


The Laboratory Belongs in the 
Modern Hospital 


Chemistry and bacteriology unfortunately are 
both still in their adolescent stages, as compared 
with surgery and the conventional practices of 
therapeutics. Serology is going through the process 
of unwilling adoption. Wasserman himself was 
considered something of a failure and an object of 
1idicule up to the time of his death, although the 
most reactionary physician waits for the laboratory 
report to-day with a great deal of respect. The 
secret of eventual prestige of any supporting arm of 
the medical science such as blood chemistry, X-ray, 
bacteriology and serology, is the gradual develop- 
ment of respect on the part of the practitioner 
himself. This is particularly hard to secure in those 
fields where the sole claim of the pathologist or the 
laboratory is to aid in diagnosis. 

The practising physician frequently bases his 
plans upon laboratory reports, often without giving 
a great deal of thought to the significance of the 
procedure. The handling of a case through those 
stages of diagnosis which consist of laboratory 
examinations is instinctively considered more inci- 
dental than the resulting course of treatment. 

The laboratory has had to win its way in hospitals 
and with the medical profession. Economy is not 
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the first principle in the purchase of sutures and 
surgical instruments, and it should not be in com- 
mand in the purchase of laboratory instruments and 
the creation of laboratory facilities. Every hospital 
laboratory that is staffed by competent people finds a 
pressure of work developing that indicates the abso- 
lute necessity for the facilities offered. 


A survey of Canadian hospitals shows that little 
more than a beginning has been made in laboratory 
work of this kind. It is easy to point to the well- 
equipped laboratories of a few institutions. Every 
hospital that claims to be more than an emergency 
station should have a laboratory under the direction 
of a person who is, among other things, a competent 
chemist. The chemist may not be able to make such 
a spectacular display of his knowledge or ability as 
can the surgeon, but our hospitals are under the 
guidance of scientific men, and they, in turn, can 
direct the attention of their financial confreres to 
the necessity for well-equipped hospital laboratories. 


Lh 


+, 


History of Hospitals from Antiquity 


to Present Time Reviewed 


At the graduation exercises of Providence Hos- 
pital, Moose Jaw, Saskatchewan, an _ interesting 
resume of the history of hospitals from antiquity to 
modern times was given by J. J. Smith, Esq., Deputy 
Minister of Municipal Affairs. Hospitals were termed 
by Mr. Smith ‘‘the landmarks of civilization’’ inas- 
much as they were the outcome of the gospel of 
Christ, the instigator of civilization. From early 
Christian times, when the sick were nursed in their 
own homes, the history of hospitals was traced to 
the first institution for the sick founded at Rome in 
400 by Fabiola, a wealthy matron. During the 
Middle Ages, most of the monasteries were equipped 
for the care of the sick, one of the outstanding of 
these being the Monastery of Cluny, administered 
by the Benedictines. About the middle of the 
12th century, Guy de Montpelier opened in the city 
of that name a hospital which was later taken as a 
model for the city hospital of Rome by Pope Innocent 
the Third. This was the model hospital for the world, 
and hospitals increased rapidly, especially in England. 
However, many of these were confiscated under 
the rule of Henry the Eighth, but were re-established 
during the reign of Edward the Sixth, and have cared 
for the sick until the present day. The speaker then 
reviewed the formation of hospitals in Canada, 
pointing out that France was the first country to 
realize the need of medical attention among the 
Indians. For the first hospitals, nuns were sent out 
from Dieppe by the Duchess d’Aiquillon at her own 
expense, and what is known as the Hotel Dieu was 
built at Quebec. The establishment of other hos- 
pitals quickly followed, and the training of nurses 
was one’of their special features. 
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Cleveland Disaster Brings About 


Preventive Measures 


Repeated reports reach us that the Cleveland 
disaster has concentrated attention on fire pre- 
vention measures. Greatest attention is directed, 
of course, to the X-ray storage departments, where lies 
the greatest danger from fire and explosion. Several 
hospitals have decided that the situation warrants 
the expenditure of several thousand dollars for the 
erection of out-buildings for storage purposes only. 
Others are installing fireproof vaults, while some 
are transferring all X-ray films to steel cabinets. 
Where X-ray storage has been located in the base- 
ments of buildings, those departments are being 
moved to the top stories, where danger from fumes in 
case of fire and explosion is not so great. 

Many hospitals might profit from the example of 
the Kitchener-Waterloo Hospital, Ontario, who have 
prevailed upon Fire Chief Guerin of Kitchener to 
give a series of short talks on measures to be adopted 
in case of fire at the institution. The heads of fire 
departments are glad to co-operate with hospitals 
in controlling fire hazards. 

Excellent information on the control of fire 
hazards in hospitals may also be obtained from 
Provincial Fire Marshals. An ounce of- prevention 
is worth a pound of cure. 


Uy 


FX 


Canada’s Famous Nursing Order 
Grows Apace 


The Victorian Order of Nurses for Canada, as 
Lady Aberdeen describes in her book “We Twa,” 
written by Lord Aberdeen and herself, was estab- 
lished by Royal Charter on May 18th, 1898, as a 
memorial to Queen Victoria’s Diamond Jubilee of 
1897. From the time it was founded, the V.O.N. 
has been loyally supported by the womanhood of 
the Dominion. It is an order that has spread from 
coast to coast and has the backing of the public and 
the medical profession. 

It serves Canada’s people irrespective of color, 
race or creed. It maintains the highest possible 
standard of effective nursing service and one of its 
main duties is the prevention of disease. The Vic- 
torian Order of Nurses fills a need that is other- 
wise not met, and so well understood are its objectives 
that it receives the financial support not only of the 
Dominion and Provincial Governments, but many 
other endowments and special donations. From 
four branches and sixteen nurses in 1898 it has 
grown to more than seventy branches and more than 
three hundred nurses in 1929, and it is constantly 
extending the scope of its services. It is one of the 
strongest forces in-helping to build a strong, vigorous 
community life. 
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Successful Administration Requires Correct 
Business Methods 


By SISTER KENNY 
Hotel Dieu, Chatham, N.B. 


T: was not with any feeling of self-reliance that 

I acceded to the request of our devoted and 
energetic President, Reverend Sister Camillus to 
write a paper on the importance of practical business 
methods and good organization. No, it was rather 
the desire to show my good will and to do my little 
bit to further the praiseworthy activities of the 
Catholic Hospital Association. 

Our Hotel Dieu of Chatham is struggling with 
many administrative problems, which as yet have 
not been solved; therefore I may not do more in this 
paper than open a discussion on this important 
subject, trusting that many Sisters here, experienced 
in hospitals matters, may have many valuable 
suggestions to offer us. 

The term ‘business methods” tends perhaps to 
intimidate the Religious as being something foreign 
to her state; however a good business working plan 
with practical methods of carrying it out is in no 
wise derogatory to high perfection; on the contrary it 
helps on our spiritual ideals. Moreover our desire 
to have Catholic hospitals win a first class standing 
or even superior recognition among the _ best 
institutions in our land would be sterile without 
striving after good business methods. 

In the first place, progress connotes satisfactory 
service; and to effect this a hospital must have at 
its head a broad-minded progressive Superintendent, 
trained in the care of sick, well read in the history 
of hospital development, and alive to its social 
problems. 

Cooperation Essential 
Secondly, the Superintendent must have the 


loyal support and perfect co-operation of the officials. 


of all departments:—Directress of nurses, floor and 
surgical supervisors; dietitians and pharmacists; 
X-ray and laboratory technicians; and the entire 
office staff, inasmuch as progress spells co-ordination 
and harmony among all these units. A very effective 
method of securing such is the weekly conferences of 
the nursing staff, at which general information is 
given, correspondence read, mistakes in administra- 
tion set right, etc. The informal and kind manner 
in which these meetings are conducted, preserves 
and strengthehs the spirit of sisterly union among the 
different members of the staff. 

Thirdly an up-to-date smooth running accounting 
system is an important factor in hospital manage- 
‘ment and the keynote to its success is again co-opera- 
tion.. The Sisters engaged in the various offices 
must do their share of the work intrusted to them 
with reference to the business centre. 

The daily routine of office work, making accounts, 
keeping ledgers, etc., is not in itself a difficult one, 


Presented at Catholic Hospital Association Convention, Moncton, New 
Brunswick, June 4-6, 1929. 


yet it is often a problem to the Sister bookkeeper 
how to secure accurate results owing to some over- 
sight on the part of those in charge of the depart- 
ments in not sending to the central office a statement 
of their respective business transactions. To obviate 
this, a very good working plan is to have each depart- 
ment send in daily accounts. This is a preventive 
to the danger of omitting any item in the patients 
accounts. These slips are placed on a file outside 
the office door and are collected each evening by the 
Sister bookkeeper. 


Collection of Accounts 


With regard to facilitating the prompt payment 
of accounts or collecting bills, what I am now about 
to say does not refer to the really needy patients, 
who are treated free of charge and whose feelings 
should be considered with the utmost delicacy. But 
I allude to those who are able to pay, although it not 
unfrequently happens that they are unwilling to do 
so. To the casual observer it would seem hardly 
the opportune moment on admitting such patients to 
welcome them with a demand for a deposit and yet I 
think I might remark, however, that as in all things 
else, our proceedings should be characterized by the 
greatest courtesy. There is a tactful way and a 
tactless way of admitting patients and our aim should 
be to acquire the former. Place ourselves in the 
patients’ position and do unto others as we would 
wish to have done to ourselves. My personal 
opinion about the collecting of bills is that justice 
should always be tempered with forbearance and 
charity. I realize that one may meet with more or 
less imposition, for duplicity is so widespread nowa- 
days that we are apt to be decieved by the would-be 
honest man, still we must remember that we are 
Religious and should rather err on the side of kindness 
than on that of rigor. 

No doubt the experience is general of the patient, 
who leaving during the middle of the week ‘promises 
faithfully to send a remittance on Monday, or of the 
working man who assures the hospital authorities 
that he will send his government cheque at the end 
of the month, or of another type more eager still to 
repay for services rendered, bids you au revoir with 
thanks. telling you that just as soon as he reaches 
home he will send the amount. Alas, Monday never 
comes, the government cheque has met its fate, and 
the too grateful individual never reaches home. 
Thus there are added more items to the already 
heavy balance sheet of unpaid accounts. 

May there not be an error in waiting until the 
patient is leaving the hospital to have him pay his 
debt? We think so, and have tried the following 
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X-Ray Equipment at Christie St. Hospital 
Provides for Varied Work 


/ HE best being none too good for Canada’s 
returned soldiers, the Christie Street Hospital, 
Toronto, under the jurisdiction of the Department of 
Pensions and National Health, presents a most 
up-to-date and scientific workshop for the diagnosis, 
cure and rehabilitation of men whose bodies were 
mained or health impaired during the Great War. 

The X-ray department is typical of the planning 
and forethought which have made the hospital out- 
standing. Acting on the advice of Colonel C. 
McMane, general superintendent of the hospital, 
and Dr. R. Thomas, chief radiologist, the Depart- 
ment of Pensions and National Health installed 
the most up-to-date X-ray equipment in 1928, which 
comprises apparatus for curative, diagnostic and 
practical work. 

The entire X-ray department, with the exception 
of the ‘‘dead” files kept in a separate building at 
some distance from the hospital proper, is situated 
on the top floor of the building, which fact the visitor 
is reminded of when the skylight roof of the adjoining 
general office is viewed. 

Three different machines comprise the diagnostic 
apparatus. Where deep penetration of the body is 
necessary, the Potter Bucky table is used, which is 
provided with a special automatic appliance fer the 
concentration of rays in parallel lines to insure proper 


focus. The table is adjustable for variations of 
vertical and horizontal positions. 

In the enclosed screening room is the fluoroscopic 
apparatus, and another automatically controlled 
table used particularly for heart and intestinal work, 
on which the patient may be moved from vertical to 
horizontal position by the used of the motor. The 
location of injuries, foreign matter and broken bones 
is accomplished with the fluoroscope, and the rays 
indicate to the radiologist when the bones are properly 
set. 

The apparatus for chest cases takes the necessary 
plates with the patient in an upright position, and is 
complete with the latest appliances for the automatic 
control of plates. It is also adjustable to the height 
of the patient and for stretcher cases. The patient 
is kept in one position while two plates are taken by 
the adjustment of webbing controlled by a crank. 
Plates are automatically changed by pressing a button, 
the operation taking place in less than one-tenth of a 
second. : 

Apart from the two rooms which house the 
apparatus, there is a lead-lined dark room where 
over 2,000 plates per month are developed. A small 
door is the wall equipped with a safety lock allows 
the technician to deposit the plates in the dark room 
without leaving the room where he superintends the 
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taking of the plates. Four fans are in steady opera~ , 

tion in the dark room to carry off all fumes, keep the  2mmutammmmcommmune Sterling 
room at an even temperature and guard against fire 
and explosion. All precautions in the care of films 
are complied with, developed films being kept in a 
lead-lined box, and unused films in steel cabinets. 
Safety lights provide the necessary illumination for 
the superintending of developing operations. These 
safety lights consist of a box-like arrangement, 
chrome-glassed and lined with white, with the bulb 
of specified wattage situated well up in the box and 
casting a subdued light where required. An interval 
timer is also part of the equipment. 

The drying room is adjacent to the dark room 
and is equipped with suction apparatus. Where 
plates are not required in a hurry, they are dried on 
racks capable of holding several dozen at a time. 
An automatic, heated metal dryer may be brought 
into operation for rush cases, and two dozen plates 
may be accommodated and dried in less than an hour. 

Close beside the dark room is the X-ray office 
where routine work is performed and the plates under 
observation kept on an easel-like arrangement, with 
the case records attached for the doctors’ perusal. 
In a subdivided section of this office is the stereo- 
scopic apparatus which gives the third dimensional 
quality, depth, to the plates for observation and 
report. 

To operate the X-ray machines there is a gigantic 
transformer, which changes the alternating Hydro 
current to interrupted direct current, handling 
165,000 volts if necessary. A stabilizer regulates 
the flow of the current and equalizes volume, while a 
synchronizing flash timer controls exposure and 
makes possible flashes, some of them as fast as one- 
fiftieth of a second, where lungs and delicate organs 
are concerned. 

The operation of this department is entrusted to 
Dr. R. Thomas, chief radiologist, whose reputation 
as such is well known. Associated with him as 
technician is Mr. Robert Clark, who has been in 
that department for more than eight years. Ka 
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Initialled Gloves are a Real 
Economy 


Many surgeons have their gloves spec- 
ially marked with their initials for iden- 
tification and checking. This mark- 
ing cannot be sterilized off nor erased. 


The small additional cost often proves 
an economy. 


Sterling Rubber Company 


LIMITED 
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Largest Specialists in SEAMLESS Rubber Gloves 
in the British Empire 
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Eskimos to Receive Benefits of 


Medical Attention Gives Absolute 


The Minister of the Interior, under whose care Satisfaction. . 


the Eskimos of the Arctic live, has succeeded in Made from the 
enrolling two physicians, willing to risk the rigors highest grades of 
of the North, to give attention to the sick, and : vegetable oils only, 
direct the fur clad feet of the natives in sanitation it is unsurpassed 
and health. Dr. R. D. Martin, of Barrie, and Dr. in quality. .... 
H. A. Stuart of Sydney, Cape Breton, have volun- 

teered and have been selected for far north duties. Write for 

One will go to the mouth of the famous Copper samples and prices. 


Mine river, where his consulting room will overlook 
the waters of the Arctic Ocean, while the other will 
go to Pangnirtung, in Baffin Island. This locates The J F Hartz Co Limited 
one in the eastern Arctic and one in the western. hsp wees °? 

Dr. Livingstone, a Canadian medical officer, who has — 

made a lone patrol in the heart of Baffin Land, will TORONTO MONTREAL 
come down from Pangnirtung on the Beothic this 
fall, and will go to Chesterfield on Hudson Bay. 


Please refer to THE CANADIAN HOSPITAL when writing 
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Cafeteria System and Additions Make Verdun 
Hospital Interesting 


f HE Verdun Protestant Hospital, formerly the 
Protestant Hospital for the Insane, is beauti- 
fully situated on the St. Lawrence River, in the city 
of Verdun, a suburb of Montreal. The extensive 
alterations and improvements completed and to be 
continued this summer make a short history of the 
founding and work of this long established hospital 
for those mentally afflicted of interest at this time. 
In 1880 the late Alfred Perry, a public-spirited 
citizen of Montreal, dissatisfied with the treatment 
of the insane in the existing institutions of the time, 
called a meeting.ef the prominent Protestants with a 


view to interesting them in the establishment of a, 


separate hospital for the Protestant insane. Beyond 
the calling of further meetings and the obtaining of a 
charter in 188t;incorporating the Protestant Hospital 
for the Insane, nothing was done until 1884 when 
arrangements having been made for assistance in the 
form of a loan from. the Provincial Government, a 
subscription list was opened. 

It was 1888 before sufficient funds having been 
raised to justify a start being made and the location 
having been decided upon and purchased, work was 
commenced on the first building, now known as the 
“Main Building,’”’ although so enlarged and altered 


as to be hardly recognizable. It was ready for 
occupancy in the spring of 1890 with a capacity of 
250 beds. Dr. T. J. W. Burgess, Assistant Medical 
Superintendent at the Hamilton Mental Hospital, 
was appointed Medical Superintendent, and the first 
patient was admitted on July 15th of that year. 

There were 139 admissions the first year, princi- 
pally transfers from the other hospitals, and by 1892 
the capacity of the hospital having been reached, it 
was found necessary to build.an addition. In order 
to accommodate the steady increase in patients from 
year to year new buildings were erected in 1897, 
1902 and 1909. The construction of the Douglas 
Memorial Hall in 1911, and the Nurses’ Home in 
1917 also released for the accommodation of patients 
the space in the main building formerly devoted to 
entertainments as well as the quarters occupied by 
the nursing staff. 

The present work really dates back to 1927 when 
two residences were built, one for the Business Ad- 
ministrator and the other for the Assistant Medical 
Superintendent. This and the moving of the execu- 
tive offices from the first floor in the front- portion of 
the main building to what was formerly waste base- 


ment space, although practically on the ground level, 
Continued on Page 27 





Aeroplane View of Verdun Protestant Hospital. 








| tdi (980-1037) physi- 
cian in chief to the celebrated 
hospital at Bagdad, gives the first 
account of tenorrhaphy, setting forth 
the dictum that “every time a nerve 
(meaning tendon) is cut through, or 
ruptures, it must be sewen together”. 
In Avicenna’s understandifg this 
applied to both nerves and tendons, 
although Galen had centuries before 
described the differential anatomy of 
the nerves, tendons, and ligaments. 
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Kalmerid Catgut 


MERMICIDAL. Exerts a bactericidal ac- 
tion in the suture tract. Supersedes 

the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t Heat sterilized. 








The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 


BOILABLE* NON-BOILABLE 
NO. NO 
EROG ccsieccors PLAIN KOATCUT, 5.000 sccate 1405 
eo ee 10-Day CHROMIC........++. 1425 
ROA casecscas 20-Day CHROMIC.........4. 1445 
te Te 40-Day CuHromIc........... 1485 
Sizes: 000,.00..0..1 re | 


Approximately 60 inches in each tube 


Package of 12 tubes of a size..... $3.60 
Less 20% on gross or more or $34.56, net, a gross 


Claustro-Thermal Catgut 


Secs Sterilized by heat after the 
tubes are sealed. Boilable.* Unusual- 
ly flexible for boilable catgut. 











NO. 

BOOK oss ccs cad anceuaanerbobavetenckes Piain Catcut 

PRE...ccssvspeeaveteess 10-Day Curomic Catcut 

RES os sch viccebacdvenses 20-Day Curomic Catcut 

OBG csca aapovtussiasee 40-Day Curomic Catcut 
Sizes: 000..00..0..1 (§.x4 


Approximately 60 inches in each tube 


Package of 12 tubes of a size... .. $3.60 
Less 20% on gross or more or $34.56, net, a gross 


D&G Sutures are 
always found 
neutral under the 
most delicate ti- 
tration tests. This 
is one of the rea- 
sons they uniform- 
ly behave well in 
the tissues. 





Atraumatic Needles 


Foe GASTRO-INTESTINAL suturing 
and for al] membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 


Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, respectively, 60 per cent 
and 30 per cent of its initial — 





THEY DO NOT BEND OED 


iccUSTRATIONS ARE FIVE-EIGHTHS ag 








CURVED NEEDLES ARE IN FLAT TUBES 


No. INCHES IN TUBE DOZEN 
1341..STRAIGHT NEEDLE........... 1 ep $3.60 
1342..T wo StraicHT Neepves...36...... 4.20 
1343..¥e-CircLe NEEDLE......... BB icscas 4.20 
1345..¥2-CircLe NEEDLE...... .. OTEE 4.20 
Less 20% discount on one gross or more 

Sizes: 00..0..1 


Packages of 12 tubes of one kind and size 


Kangaroo Tendons 


"i raenpret being impregnated with 
potassium-mercuric-iodide.t Chromi- 
cized to resist absorption in fascia or in 
tendon for approximately thirty days. The 
non-boilable grade is extremely flexible. 








BIO resenusvapeadsevcesons se Non-Boivaste Grape 
BOO: civvvacckeurowusticiecsiacete *BortaB_e Grape 


Sizes: O..2..4..6..8. .16. .24 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 
Package of 12 tubes of a size.....$3.60 
Less 20% on gross or more or $34.56, net, a gross 
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NO. INCHES IN TUBE SIZES 
350..CELLULOID-LINEN........ ee 000, 00,0 
360..HORSEHAIR.............- PGR weds sce. <i fore) 
390..Wuite Sitkworm GurtT..84......... 00,0, 1 
400..BLack Sitkworm GutT..84......... 00,0, 1 
450..WuiTe Twistep SILK...60........ 000 TO 3 
460..Biack Twistep Si1k.....60........ 000, 0, 2 
480..Wuite Braipep SILk.....60...... 00,0,2,4 
490..Biack Braipep Sixk.....60......... 00,1,4 
BOILABLE 


Package of 12 tubes of a size... ..$3-60 
Less 20% on gross or more or $34.56, net, a gross 


Short Sutures for Minor Surgery 





NO. INCHES IN TUBE SIZES 
802..PLain KaLmerip CATGUT..20..00,0, I, 2, 3 


.-20..00, 0, 1, 2, 3 
.-20..00,0, 1,2, 3 


812..10-Day Katmerip *¢ 
822..20-Day Katmerip ‘¢ 


862..HORSEHAIR ........ .2eeee0. GO svaicouccns 00 

872..WuHiTE SitkworM GuT...28..........0665 ° 

882..WuHiTe TwisTep SILK..... BO0 icc 000,0, 2 

892..UmBiLicaL TaPe........... 24... Ve-IN. WIDE 
BOILABLE 

Package of 12 tubes of a size..... $1.80 


Less 20% oni gross or more or $17.28, net, a gross 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 








NO. INCHES IN TUBE SIZES 
go4..PLain Katmerip CaTGUT..20..00,0, 1, 2, 3 


g14..10-Day Kavmerip ** —..20..00,0, 1, 2,3 


g24..20-Day Katmerip ‘*_—..20..00,0, 1,2, 3 


964..HORSEHAIR......... 2200005 Mis atnnvenes 00 

974..WuitTe Sitkworm GuT...28.............. ° 

984..Wuite Twistep SiLk..... BO 2000 000, 0,2 
BOILABLE 


Package of 12 tubes of a size... ..$3.00 
Less 20% on gross or more er $28.80, net, a gross 


The ash of D@G 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizing 





process. 


Obstetrical Sutures 


OR immediate repair of perineal lacer- 
ations. A 28-inch suture of 40-day 


‘Kalmerid germicidal catgut, size 3, threaded 


on a large full-curved needle. _Boilable.* 





No. 650. Package of 12 tubes..... $4.20 


Less 20% on gross or more or $40.32, net, a gross 


Circumcision Sutures 


a suture of Kalmerid germi- 
cidal catgut, plain, size 00, threaded 
Boilable.* 


on a small full-curved needle. 












No. 600. Package of 12 tubes. ,« 


. - $3.60 


Less 20% on gross or more or $34.56, net, a gross 


Universal Suture Sizes 


All sutures are gauged by the standard 
catgut sizes as here shown 
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*These tubes not only may be boiled but even may 
be autoclaved up to 30 pounds pressure, any num- 
ber of times, without impairment of the sutures. 

+ Potassium-mercuric-iodide is the ideal bactericide 
for the preparation of germicidal sutures. It has a 
phenol coefficient of at least 1100; it is not precipi- 
tated by serum or other proteins; it is chemically 
stable —unlike iodine it does not break down under 
light and heat; it interferes in no way with the ab- 
sorption of the sutures, and in the proportions used 
is free from irritating action on tissues. 
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MINIMIZED SUTURE TRAUMA 





ORDINARY NEEDLE ATRAUMATIC NEEDLE 
Photomicrograph of ordinary intes- Photomicrograph prepared under 
tinal needle penetrating the stomach identical conditions, of the D&G 
wall. Note excessive trauma pro- Atraumatic Needle with suture at- 
duced by the doubled catgut. tached. Note minimized trauma. 


D&G ATRAUMATIC NEEDLE 
Afhxed to the Boilable Grade of 
20-Day Kalmerid Germicidal Catgut 


FOR GASTRO-INTESTINAL AND MEMBRANE SUTURING 











a IN PACKAGES OF TWELVE TUBES OF ONE KIND AND SIZE —_ 

NO. TUBES 
1341. A straight intestinal needle affixed to a 28-inch suture........ $3.60 
1342. Two straight intestinal needles affixed to a 36-inch suture........ 4-20 
1343. A %-circle intestinal needle affixed to a 28-inch suture........ 4.20 
1345. A half-circle intestinal needle affixed to a 28-inch suture........ 4-20 


SIZES: 00..0..1 
20 PER CENT DISCOUNT ON A GROSS OR MORE—POSTPAID 
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Cafeteria System and Additions Make 
Verdun Hospital Interesting 


Continued from Page 22 


rendered two floors in this part of the building avail- 
able, and these were converted into a thirty-bed in- 
firmary unit with a diet kitchen and operating theatre 
and vita glass sun parlors on each floor. The main 
hospital kitchen, which dated back to 1904 and 
was out of date and inadequate for serving the 
present population, has been enlarged and the second 
story added, providing a long-felt want in the form 
of proper dining-room accommodation for the 
nursing staff. A passenger elevator and a refrigera- 
tion plant have also been installed, and coal for 
cooking has been replaced with gas. 

Perhaps the most surprising innovation to those 
interested in mental hospital work, is the adoption 
of the cafeteria system for the feeding of a large 
portion of the patients. To all who are in any way 
acquainted with the insurmountable difficulties in 
serving hot meals to the large numbers in many of 
our mental institutions under the old system, the 
advantages of the cafeteria service will readily appeal. 
At the present time 525 to 550 of the public patients 
are being fed in this way in two dining rooms, and it is 
really marvellous the little difficulty experienced in 
teaching the patients to take their tray, knife, fork 
and spoon,and file before the steam table where they 
are served. The dining rooms are equipped with 
tables seating six, and no effort is made to direct the 
patients as to where they shall sit. Each patient is 
free to go to any table he or she may fancy, and when 
through may return immediately to the ward after 
taking the tray and dishes and passing them through 
the slide to the dish-washing room. In one dining 
room seating 126, from 350 to 375 are fed at each 
meal in three sittings, one of men and two of women, 
the time allowance being one-half hour for each 
sitting. 

In the other dining room, in a separate building, 
175 men are accommodated at the one sitting. The 
system, besides insuring hot meals, is also economical, 
as in many cases the patients will ask for the omission 
of any particular food not wished for, whereas 
formerly it would have been served and eventually 
have gone into the garbage. The helpings are also 
small but the patients are all encouraged to come 
back for a second or third serving if they desire it. 
Those in charge keep a sharp lookout for patients 
inclined not to eat sufficient food, and a further 
check is made through regular and frequent weighing 
of the patients, and in any case where there is loss 
of weight an investigation as to the cause is promptly 
made. 

The cost of the alterations and improvements to 
date total approximately $250,000.00 and plans and 
specifications are out to convert the old infirmary, a 
substantial grey stone building, now vacant, into 
high-class quarters for private patients. When 
completed, it will have two suites consisting of bed- 
room, sitting room and bath, and twenty-two rooms 
each with a private bath attached. Recreation 


Continued on Next Page 
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“Our FINNELL equipment has given 
us excellent satisfaction. We use it for 
cleaning the terrazzo floors throughout 

7 the building and for waxing and polishing 
Minimum iinoleum in all of our private and semi- 


Labor private rooms. Our housecleaning is 
done now with a minimum amount of 
labor.”’ 


Homeopathic Hospital of Essex Co., 
East Orange, New Jersey 





“The FINNELL has given us excellent i 

service and in comparison with others is 

much more quiet, the deciding factor in Much more 

our case.”’ quiet 
San Jose Hospital, | 


San Jose, California 





“FINNELL machines give excellent 
service, are easily operated and are very 
quiet when in operation, which is very 

Would not °se"tial in hospitals. We have six or 
be without eight of them now in operation and we 

it feel that they save us fifty per cent of our 
labor cost. We would therefore hate to be 


without them.” 
State Hospital, 


Dix Hill, North Carolina 





“We are very pleased with our 
FINNELL FLOOR POLISHER. It is 
without question a very fine piece of 
equipment and saves us considerable 
labor; also may I say that prior to using 
this equipment we polished our floors by ee 
hand, and with this equipment we are tter 
now able to polish them better and also 
more often and with less labor.” 
Columbia Hospital of Richland County, 
Columbia, South Carolina 













Why not enjoy in your own 


eergel the coe connlions It waxes 
which thousands of hospitals a 

over the Rat are securin It polishes 
with their FI LL SYSTEM It scrubs 


There are eight FINNELL 
models, a size to exactly fit 
our needs. It costs nothing to 
ave a FINNELL engineer make a sur- 
vey and recommend the size which 
you should have. For further inform- 
ation write: Dustbane Products, 
Limited, 130 Sparks Street, . 
Ottawa, Ontario, Canada. 


District Offices in Principal 
Cities. 


Models from $87.50 up 


FINNELL 


ELECTRIC FLOOR MACHINE 
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rooms, hydrotherapy and electrotherapy are also 
being provided. This work, together with that 
already completed, will increase the capacity of the 
hospital by ten per cent. with accommodation for 
900 patients against our present population of 850. 
The capital outlay will be provided in part by a 
bond issue guaranteed by the Quebec Government, 
and the balance will be raised by a campaign. 

The hospital is under the control of a Board of 
Management consisting of twenty-four members. 
Mr. J. Wolferstan Thomas, the President, is the son 
of the late F. Wolferstan Thomas, the first Treasurer 
and President of the Board from 1898 until his death 
in 1900. Mr. James McBride, the Treasurer, who 
recently celebrated his eightieth birthday, has been a 
member of the Board since the founding of the 
hospital and is the only remaining member of the 
original board. The hospital is a private corpora- 
tion, but in accordance with its charter is run entirely 
for the benefit of the patients. Finances have always 
been a pressing problem. In some quarters the 
erroneous idea prevails that it is a government 
institution. This is far from the case. Under a 
contract with the Quebec Government public patients 
are paid for at the rate of $200.00 each per annum, 
plus extras for drugs and medical salaries, etc., 
amounting to less than $30.00. This is far from 
sufficient to cover the actual maintenance costs of 
these patients. Some help is afforded by the revenue 
from private patients now numbering over 200 and 
additional assistance from the hospital’s friends 
and supporters. In spite of this help the operating 
account shows a yearly deficit. 

The medical staff consists of C. A. Porteous, M.D., 
who succeeded Dr. Burgess as Medical Superin- 
tendent in 1923, after nineteen years as assistant; 
E. C. Menzies, M.D., Assistant Medical Superin- 
tendent and two physicians. The business manage- 
ment is in the hands of an administrator, Mr. C. B. 
Newsome. 

A training school for nurses is conducted under the 
Superintendent of Nurses, Miss Harriet E. Brown, 
R.N. The hospital is affiliated in this connection 
with a number of the hospitals in Montreal, and 
the customary three years’ course given qualifies 
the successful student to sit for the R.N. examinations. 

Both work and play are recognized as important 
factors in the treatment of the patients. The 
different hospital activities especially the farm, 
garden and grounds which cover approximately two 
hundred acres offer pleasant and healthful employ- 
ment for a large number of patients. Occupational 
therapy and recreational therapy classes are also 
carried on under qualified instructresses, while 
_ weekly dances, picture shows and concerts are pro- 

vided during the winter months, and replaced 


largely during the summer months by outdoor 
games and sports. 

In the matter of medical treatment for the 
mentally afflicted the hospital has always stood in the 
foreground, and as a result it ranks high in the 
percentage of patients who recover and are again 
restored to the normal life of the community. 





August, 1929 


A Hospital on-Luxury Lines 


The architectural firm of Crow, Lewis and Wick, 
of New York, have received a commission to build a 
$4,250,000 edifice for the treatment of disease. A 
staff writer on the New York Telegram says of this 
rich man’s hospital: ‘It is to be like an apartment 
hotel, with a French chef in the kitchen, and Park 
Avenue waiters in the dining room, with Persian 
rugs on the floors and fireplaces in the walls, and a 
suite of thirty-two elegantly furnished hotel rooms for 
visitors. It is to be a hospital with twelve operat- 
ing rooms and one of the best medical staffs ever 
assembled in America, but an apartment hotel 
manager must be in charge.”’ 

The hospital has been financed not by donations, 
but in Wall Street fashion by stock subscriptions, 
and 326 of the stockholders have their names in the 
social register. The medical staff, headed by Dr. 
Alexander Lambert, who was President Roosevelt's 
personal physician, is composed mostly of doctors and 
surgeons practising in the east Fifties and Sixties, 
men whose patients control a great bulk of the 
wealth of America. The board of directors includes 
such men as Thomas Cochran and George Whitney, 
Charles Hayden, Frederick W. Allen and Percy A. 
Rockefeller. 

The institution will be run on a strictly profitable 
basis. There will be no charity beds, and the lowest 
charge will be $10 per day. In this ultra smart 
hospital, there will be a library and lounge, a gym- 
nasium, a barber shop, a tailor shop, a beauty parlor, 
a florist shop, and superb meals will be served either 
table d’hote or a la carte. When completed, the 
hospital will have 264 rooms, all private, and one 
floor of 32 rooms for guests, relatives, and close 
friends of patients. 

Dr. Lambert has explained that the conviction 
that more attention should be paid to creature 
comforts of patients during convalescence, had led to 
the plan of a hospital that would be operated like a 
large hotel. 


Red Cross Operates New Unit 


In a letter from the Secretary of the Kakabeka 
Falls and Rural District Branch of the Canadian 
Red Cross Society, A. Chadwell, Esq., the new 
unit is described as follows: ‘“The Outpost consists 
of a story and a half structure, twenty-eight by 
thirty-two, with outside walls in stucco finish. 
The ground floor comprises five rooms and bath, 
which includes two wards, reception room, nurses’ 
sitting room and kitchen. The building is lighted by 
electricity, and heat is supplied by a hot air furnace 
in the basement. There are two bedrooms upstairs. 

“The approximate cost of the building was $2,500 
which sum was raised through voluntary local 
subscriptions. Though but fifty feet from a main 
road, the hospital is surrounded by a thick grove of 
trees. At the time of writing, the building is in the 
process of being plastered, and it is thought that it 
will be in readiness in August.” 
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Addition to Hotel Dieu, Cornwall, A Model 
of Efficiency 


5, EVEN years ago, on the occasion of the Silver 

Jubilee of the Hotel Dieu, Cornwall, the history 
of the Daughters of Jeanne Mance was recorded, 
beginning with their activities in Montreal. The 
Kingston foundation was a branch of the house at 
Montreal, and in like manner the Cornwall founda- 
tion grew from that at Kingston. It had a very 
humble but a very historic origin, and the tradition 
of the old Sandfield home lives on in the present 
enlarged institution. A few years after acquiring 
the Sandfield property and the equipping of the 
first hospital, the need for expansion was realized. 
A tragic event then occurred—the collapse of the 
O. & N.Y. bridge—with the result that fourteen were 
killed or drowned and seventeen were wounded and 
required medical and surgical aid. 

“The scene at the Hotel Dieu will never be 
forgotten,’’ wrote the chronicler. When the Sisters 
heard of the tragedy, every patient in the public 
ward was moved upstairs or to the balcony. The 
beds were wheeled out of the rooms, and operating 
tables put in their place. The wounded were carried 
in on stretchers, their injuries attended to, after which 
they were placed in hospital beds, and the ward once 
more had the air of a hospital rather than a battlefield. 

Soon after this, efforts were made to construct a 


new hospital, for which the corner stone was laid on 
the 16th of May, 1899. Almost at the same time 
the Sisters were called upon to take under their 
charge St. Paul’s Home for the Aged, and the Nazareth 
Orphanage. The ‘Old Sandfield Home’ became 
too small, with the result that a new monastery was 
erected in 1914. 

Viewed from the outside, the Monastery presents 
an architecturally plain appearance, and the new 
wing of the hospital is in keeping. Replacing the 
actual site of the Sandfield home the edifice stands 
on the corner of York and Water Streets. An ex- 
tension of the chapel is made on the York Street side 
clearly seen by finishings of ornamental tracery 
on the window stone work and the sombre yellowish 
tone of the lead lights. Otherwise both inside and 
outside, any attempt or effort of architectural em- 
bellishment is absent, so great has been the strides 
advanced in favour of rigid utilitarian and scientific 
lines. On the first floor the chapel extension not 
only gives accommodation for more than a hundred 
persons inside the main entrance from York Street, 
but on the second floor is a convenient and attractive 
gallery equipped with comfortable chairs for the use 
of sick patients. In the steel work one of the 
most modern items of floor structure is the intro- 
duction of Massillion bars. This consists of a close 
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network of steel bars laid on the powerful girders of 
similar material and grooved well into the walls. 
On this the concrete was poured, thus reinforcing 
both walls and floors into a powerful framework of 
fire-proof cribbing. 

As the building was nearing completion, the 
demand for increased help was evident so the call 
for an intelligent body of secular nurses was sponsored. 
For those new members a classroom and dining room 
was formed in the basement, besides a large lecture 
hall for general purposes. Another striking feature 
throughout the interior of the new addition is the 
absence of angles and apertures both in walls, wood- 
work and floors. The doors being of plain, solid 
polished oak, swing on strong jambs finished with the 
least possible detail of rounded moulding. Each 
door is also fitted with a Yale stopper and door 
check. Commodious quarters overlooking two streets 
are allotted to the chaplain, consisting of a private 
suite, sitting room, bedroom and bath. Economy 
of space is highly specialized in all the rooms. Ward- 
robes, instead of movable wooden structures are 
merely a part of the corner wall space, with shelves 
fitted into the masonry and doors to match the other 
features of the oak woodwork. Fire service stair- 
ways run through each floor entered by heavy steel 
doors having powerful adjustable checks. Instead 
of electric bells, the Hobart lighting and call system 
is adopted for each of the eight rooms on every floor. 
This registers at the nurses’ duty station, diet kitchen 
and utility room. Terrazzo finish is seen on the edg- 
ings, bases and passages of the floors, while the re- 
maining floor space is of rubber. A subdued tone of 
colour is maintained throughout. In the rooms the 
rubber floor shows a body colour of Tennessee pink, 
streamed in a monochromatic hue with a stronger 
value of ceramic imitation. Throughout the new 
corridors the tints of the floor are of similar harmony, 
but are of dull blue-green shades broken by graining 
of antique or marble pattern. A quiet yellow finish 
is given to the walls and screens; all irritating or 
clashing colour tones are eliminated. 


Cool Green Predominates 


Nearly all the bedroom furniture is steel of a dull 
green colour generally. In each room is a steel 
somnoe with adjustable tray on top; an electric light 
with an adjustable socket for an electric pad or 
other detail of that nature. Again, on the top floor 
is a large medicine closet, nursery, hot and cold 
water with arm control adjustment and miniature 
spray. In the children’s bathroom is seen a hose with 
spray operated by a mixing valve with ther- 
mometer where water can be obtained at a moment’s 
notice at any temperature. Nearby is the operating 
room for eye, ear, nose and throat. A complete 
change is observable in the old operating room, 
where a new terrazzo floor has been put in, scrub-up 
basins removed and an universal operating table 
installed. The Hawley fracture table mounted on an 
aluminum frame is placed in the new fracture operat- 
ing room. 

' Some features of equipment in the nurses demon- 
stration department are, to say the least, ultra- 
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modern. There is the metabolism test for goitre, 
anatomy colour charts of the Dr. M. G. Michel type, 
an elaborate dissectable torso showing internal 
organs, all of which can be taken apart, head models 
together with separate enlarged forms, full sized 
skeleton, and a Chase doll for demonstrating nursing 
procedure. 

Additional improvements have also been made in 
the kitchen. The floor space is enlarged and terrazzo 
finish put in; all sinks and tables equipped with monel 
metal tops; a double coal range and electric range 
installed together with an electric mixer. 

Large double fire doors are fitted between the old 
and new buildings. Those are also of steel. A 
series of offices are formed on the first floor also, and a 
large staff room for doctors. 


Every Facility Available 


The cost has been more than $80,000.00 which 
was raised by bank loan upon which the Sisters 
have to pay interest until the debt is wiped off. In 
addition to this the sum of nearly $15,000.00 has 
been paid out of the Hospital funds for the equip- 
ment of the new building. 

The basement of the new wing will provide:a 
capacious hall or meeting room, which has long been a 
necessity, also a dining room for the probationers of 
the nursing school which will soon be opened. A 
feature of the main floor of the new wing will be the 
large and beautiful chapel, and a gallery accessible 
from the second floor will accommodate about one 
hundred persons. Three private wards will also 
be located on the first floor, all with adjoining bath- 
rooms. Quarters are provided at the southeast 
corner for the Chaplain of the Hotel Dieu. 

The second floor gives ample space for light 
hospital wards and a Sisters’ duty station. On the 
third floor there will be eight wards, an infants’ 
bathroom, sterilizing rooms, an anaesthetic room 
and a doctors’ wash room. The corridors on the 
various floors are wide and are arranged to give 
direct entrance to all rooms. Plenty of 
sunlight and ventilation are provided by numerous 
large windows. The buildings will be heated from 
the main heating system of the Hotel Dieu, located 
in the hospital laundry. A third boiler will provide 
ample heat for the entire new wing. 

In order to provide a residence for the pro- 
bationers of the nursing class, a frame dwelling on 
York Street, adjoining the Monastery, has been 
purchased and will be entirely renovated. 


STE. ANNE DE BEAUPRE, QuE.—Plans are being 
prepared for a $150,000 hospital for Ste. Anne de 
Beaupre, which will be four stories in height, with 
brick walls and concrete foundation. 


* * * 


ROULEAU, SASK.—Miss Hurst and Mrs. Bryant, 
who have been on the staff of the Rouleau Hospital 
for some time, have resigned their posts.* 
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Dependable Diagnosi L 


Py roentgenologist who has built up a reputation for dependable 
diagnosis is rendering a service of distinct value in his community 
—a service that is indispensable. 

Victor X-Ray Corporation takes real pride in developing and manu- 
facturing apparatus ofa quality and efficiency that meets with the most 
critical requirements, and insuring continual satisfaction to itsusersthrough 
an intelligent service by a competent field personnel. The best invest- 
ment from the very beginning, and the most economical in the long run. 


Victor X-Ray Corporation of Canada, Ltd. 


Manufacturers of the Coolidge Tube {} Ma) Physical Therapy Apparatus, Electro- 
and complete line of X-Ray Apparatus zy cardiographs, and other Specialties 


524 Medical Arts Building, Montreal 2 College Street, Toronto 
Motor Transportation Bldg., Vancouver Medical Arts Bldg., Winnipeg 





— 





. & GENERAL ELECTRIC ORGANIZATION 


Please r2fer to THE CANADIAN HOSPITAL when writsng 


31 





32 THE CANADIAN HOSPITAL 


August, 1929 


Highlights of the International Congress 
of Nurses 


fr. six thousand nurses from every part of 
the globe in attendance at the recent Inter- 
national Council of Nurses gave testimony to the 
tremendously increasing importance of the science of 
nursing. A League of Nations it might be termed, 
with colorful costumes of the Orient mingling freely 
with the more sombre dress of the occident. Here 
and there were also noted the still more sombre 
robes of religious nursing orders. 
* * * 

History was made at the Congress, when five 
countries were*formally received for the first time. 
China admitted Brazil into the International body, 
while New Zealand extended the hand of fellowship 
to Greece. South Africa welcomed Jugo-Slavia, 
and the United States fittingly admitted the Philip- 
pines. Sweden was tendered a warm reception by 
her neighbour, Norway. The National Anthem of 
each of these countries was played as they were 
admitted formally to the Congress. 

. “= 


The opinion was expressed by Professor Adelaide 
Nutting of Columbia University that the training of 
nurses should be academic, and not in hospitals as at 
present. Some measure of agreement was forth- 


coming from nursing education heads of Canada, 
Britain, and the United States, though they agree 
that close connection of nursing schools with hospitals 
is indispensable. 
> a 
Proposed exchange scholarships for nurses came 
under consideration during one of the general sessions. 


An exchange between two schools of the same grade 


in different countries, even after the short period of 
three years was thought to be an advantage to the 


individual nurse. 
He * a 


Among the interesting talks was that of Miss 
Cornelia Peterson of Aarhas, Denmark, who spoke 
of the “‘refresher courses’ given in that country for 
district nurses. Miss Jessie Bicknell, director of 
the Nursing Division, Department of Health, New 
Zealand, told of New Zealand’s pension fund for 


nurses. 
* * * 


J. L. Biggar, national commissioner of the Cana- 
dian Red Cross was a prominent figure at the Con- 
gress. He referred to the trained nurse as ‘the 
handmaid of science in its war against disease.’’ In 
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Superintendent of Nurses, Toronto General Hospital 
Re-elected 2nd Vice-President, 
International Council of Nurses 
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his talk on the universal ideal of health, he said that 
none of those in whose hands the guidance of affairs 
lay had the potential influence of the nurse. 


* * * 


Periodic physical examinations were advocated 
by Miss Helen R. Y. Reid, lady of Grace of St. John 
of Jerusalem and president of the Montreal Child 
Welfare Association. The large middle class, she 
said, might hope that the socialization of the medical 
and nursing professions would precede the dawning 
of the day of state health insurance, so that exorbit- 
ant and impossible demands on the individual 
resources would not be made by those unfamiliar 
with the conditions under which the patients live. 


* * * 


“By gaining too great a scientific knowledge of 
diseases, the nurse has a tendency to become too 
professional in her attitude, to the detriment of her 
services in a nursing capacity,’”’ declared Dr. Stanley 
Ryerson of the University of Toronto. Dr. Ryerson 
took the attitude that in the nursing curricula of 
to-day there is a tendency to too much delving into 
materia medica, and not enough thought of the 
practical side of nursing. He stressed the element 
which makes the care of the patient the essential 
thing,.and urged the formulation of training courses 
that make the patient rather than mere technique 
feature. The advisability of reducing academic 


courses to the absolute minimum is, he declared, 
perfectly clear. 


Continued on Next Page 


THE CANADIAN HOSPITAL 


Please refer to THE CANADIAN HOSPITAL when writing 














FREE—Only to rT 
sonae D-B LUSTA WAX 


At last a new wax has been devised that 
lightens work and brightens the floor with 
that lovely duco-like Nobles so pleasing to 
those with ‘‘floor-pride’’. 


Easy to apply — Quick to dry 


<< Ss 











To the Hospital 
trade we will send, 
prepaid, a 5-lb. tin 
| of this wonderful 


D-B Lusta Wax. 


You have known * 
our Sanitary Pro- 
ducts for 23 years: 
we want you to 
know D-B Lusta 
Wax —our newest 
achievement. K 











Mail This Coupon Now 


DUSTBANE PRODUCTS, LTD., 
OTTAWA, ONTARIO. 


Please send me, absolutely free, 5 lbs. D-B Lusta Wax, which 
gives the hard, non-slipping surface. 


MG 5 iG. ceo hdsoWcacedser este scepawdous didedvatokatan 


























| ee 


The 


BURKE ELECTRIC 
and X-RAY CO. 


Limited 


Complete X-Ray and Physio- 
Therapy Installations for 
The Hospital 


Maintenance Service 
Supplies 


The Kelley-Koett Co. 
X-Ray Apparatus 
The Burdick Corporation 
Light Therapy Apparatus 


The General X-Ray Co. 
Morse Wave Generator, Audotor, etc. 


490 Yonge Street 
Phone Kingsdale 5520 


Toronto 


Hartz Bldg. 
1434 McGill College Ave. 
Montreal 


|S] LS] ===] jq5LSjjHPwHSawHSa Sa |= 


c 








THE 


Highlights of the International Council 
of Nurses 
Continued from Page 33 


Child welfare was brought to the fore by Mlle. 
Chaptal, president elect of the International Council 
of Nurses. There are not, in her opinion, a suf- 
ficiently large number of juvenile courts. “If we 
hope to make good men and women we must start 
with the children.”” The wide variety of population 


in North America she considered a reason for in- 
creased attention to juvenile courts and child welfare 


* * * 


“Environment is the thing,’’ according to the 
exhibit of the psychiatric department of Butler’s 
Hospital, Providence, R.I., which strived to show 
that to give a mental patient an interest and a 
wholesome atmosphere is half the cure. 

Wes, 


Canadian exhibits included one from the Toronto 
Department of Health. The family was represented 
in its many phases. Clinics were shown in miniature, 
etc. A map showed the multiplicity of institutions 
for the promotion of health. A map also illustrated 
the work of the western provinces. 

* * oo 


The most brilliant social event of the Congress 
was the dinner at the Mount Royal when over two 
thousand of the delegates attended. Miss Mabel K. 
Holt, President of the Provincial Association of 
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Nurses, presided over the gathering, and the toast to 
the King was proposed by Miss Mabel Hersey, 
President of the Canadian Nurses’ Association. 
Looking forward to the future Dr. Annie W. Goodrich 
dean of the School of Nursing, Yale University, 
foresaw ten thousand nurses gathered in Inter- 
national conclave. 


* * * 


An inspiring address was made at the dinner by 
Mlle. Chaptal, the new president, who will guide the 
destinies of the congress through the next four years. 
She stated that there was no need to despair of the 
future of humanity when there existed close on to 
seven thousand souls in the world who were bound 
together for the common purpose of serving their 
fellow men. It was not’ mefely the fact that so 
many nurses from thirty-four different countries were 
attending the convention that made it an outstanding 
event, but the fact that they were unified in a noble 
profession. 


Serves Million Meals Per Year 


The Winnipeg General Hospital prepares some- 
what over 1,000,000 meals per year, in the follow- 
ing ratio: 

Nursing Staff 
Internes 

Other Employees 
Patients 


344,766 


677,487 





Splendidly Equipped 
Kitchen in 








Memorial Hospital, 
St. Thomas, Ont. 
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HOBART Machines, what- 

ever the type, give you 
more for your money because 
they serve you better and longer. 
They do each job swiftly and 
well. They are correctly designed 
and mechanically superior. They 
give long trouble-free service. They are built from the 
ground up, entirely within our own factories . . . of the 
finest materials. They are as good as they look. 

Hobart Mixers mash potatoes, mix salad dressings, 
beat eggs, mix cake, pastry and sweet dough—handle 
roll or bread dough by the high speed method—things 
innumerable in the kitchen. 

They are furnished in 3, 5, 10, 15, 20, 30, 40, 
60 and 80-quart sizes. With this wide range of 
models, Hobart can furnish you, with the exact size 
or sizes to meet your in- 
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POTATO 
PEELER 


MODEL M-80 


gives more for the dollar! 


Hobart Potato Peelers pare 
large quantities quickly and in- 
comparably from every view- 
point. They have brought the 
waste in potato peeling down to 
a new low level of 10%. They are 
splash-proof, water-tight, smooth 
and QUIET. 

Hobart Food Cutters handle enormous quantities of 
vegetables, meats, fruits, nuts, etc., in an almost un- 
believably short time—and are just as superior as 
Hobart Mixers. In the selection of no machine is it 
more important that the BEST be chosen. 

Hobart also manufactures Coffee and Spice Mills, 





_ Meat and Food Choppers, Crescent Dish Washing 


Machines, etc. 
Ask your nearest Kitchen Outfitter more about the 
Hobart Food Preparing 
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News of Hospitals and Staffs 


A Condensed Monthly Summary of Hospital Activities, 
and Personal News of Hospital Workers. 
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Editor's Note: Contributions of items for publication in this department will be gladly received. 
Please address, The Canadian Hospital, 454 King Street West, Toronto. 


AMHERST, N.S.—Miss Annie Hillcoat of Amherst 
has been engaged as superintendent of the Highland 
View Hospital pending final arrangements regarding 
this post. 

: wae 


BatFour, B.C.—The Balfour Sanatorium, oper- 
ated after the war as a sanatorium for tubercular 
soldiers is to be demolished. 

* * * 


BELLA CooLa, B.C.—The new Bella Coola 
General Hospital, erected by provincial and dominion 
grants, is now under the supervision of Dr. H. A. 
McLean, recently of Togo, Saskatchewan. The 
installation of X-ray equipment is to be one of the 
first steps taken by the Superintendent. 


* * * 


Burnaby, B.C.—Dr. J. W. McIntosh, M.H.O., 
and Dr. H. H. Planche have been appointed to 
represent Burnaby on the hospital commission which 
will make an investigation of hospital accommodation. 


* * * 


CHATHAM, OnT.—The present executive and nurs” 
ing staffs of the Public General Hospital is com- 
posed of Miss Priscilla Campbell, superintendent: 
Miss Francis Murray, assistant superintendent; 
Miss Lila M. Baird, secretary; Miss Grace Mc- 
Kerracher, supervisor; public health department; 
Miss Dorothy Thomas, instructress; Miss Elleda 
Mummery, night supervisor; Miss Edythe Patterson, 
dietitian; Miss Jean Davis, laboratory and X-ray- 
technician; Miss Edna E. Orr, operating room 
supervisor. 

ee ee 


DicBy, N.S.—The directors of the Digby General 
Hospital have acknowledged receipt of $5,000 in six 
per cent. bonds, the gift of Dr. I. M. Lovitt of Yar- 
mouth as a memorial to his parents. The gift is 
made as a perpetual endowment fund. 

ee eee 


DRUMMONDVILLE, QuE.—A new wing, comprising 
about 35 private rooms and a spacious pharmacy’ 
will be added to the St. Croix Hospital. Dr. L. 
Lane Charpentier, late of the Notre Dame Hospital 
and the University of Montreal, has been ap- 
pointed surgeon-in-chief of the hospital. 
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EpMonTON, ALtA.—Dr. D. L. Dick has resigned 
from his post as superintendent of the Oliver insti- 
tution, and Dr. C. P. Fitzpatrick took over his duties 
on June ist. Dr. Dick is retiring from his post to 
take a post-graduare course, after which he will 
enter into private practice. 


* * * 


EpMonTON, ALTA.—The erection of a south wing 
is assured during the fall and winter for the Uni- 
versity Hospital. This will add 125 beds to the 
present capacity of 200 beds, including the soldiers’ 
unit. 


* * * 


Fort FRANCES, ONT.—Miss E. M. Miller of Dr. 
O’Donnell’s Hospital, after a trip to Winnipeg and 
western points, will go to Ann Arbor, Michigan, where 
she has accepted a post as operating room supervisor. 
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GiacE Bay, N.S.—Miss Jessie Guthrie has 
entered the Laurentian Sanatorium at Ste. Agathe, 
Quebec, for the purpose of taking a three months’ 
post-graduate course in tuberculosis work. 


* * * 


GLACE Bay, N.S.—The 1930 annual meeting of 
the Maritime Catholic Hospital Association will be 
held at Glace Bay, N.S. 


* * * 


GRAND PRAIRIE, ALTA.—Miss Gwen Halpin of 
Lacombe and Miss Hattie Zipreick of Hart Valley 
have joined the staff of the local hospital. 


* * * 


HAMILTON, OntT.—Plans for the two new wings at 
the Hamilton General Hospital have been approved 
and ordered sent on to the Board of Control 
for endorsation with the recommendation that 
tenders be called for. 


* * * 


HAMILTON, OntT.—A four story fireproof addition 
to St. Joseph’s Hospital for the accommodation of 
domestic help, will be erected in the near future. 


* * * 


HANOVER, OnT.—Miss Petty has been appointed 
Superintendent of the Hanover Hospital. 


* * * 


KINCARDINE, OntT.—The X-ray fund of the 
Kincardine General Hospital was recently the 
recipient of a gift of $1,500 from the Bruce County 
Council. 


* * * 


KInGston, OntT.—Miss Gladys L. Ranous, a 
graduate of the Kingston General Hospital, has been 
appointed supervisor of the Children’s Admission 
Ward, of the Staten Island Hospital, New York. 


:] * * * 


LinpDsAY, Ont.—The Ross Memorial Hospital 
have been granted $50,000, providing the Board can 
raise $25,000. The object is the erection of a new 
maternity wing. 

a 


Lonpon, OnT.—The York Street Convalescent 
Home, taken over by Victoria Hospital last fail 
at a time when accommodation in the hospital was 
found insufficient, has been closed under orders of 
the Hospital Trust. 


* * * 


Lonpon, Ont.—Dr. Eugene Stevens, of the house 
surgeons’ staff of the Victoria Hospital, and 
Dr. Mac Graham of Exeter, are leaving for Formosa 
to join the staff of the Canadian Presbyterian Church 
Hospital at Tai Hoku. Both are graduates of the 
University of Toronto. 


* * * 


Merritt, B.C.—The following nurses have been 
appointed to fill the vacancies recently left by the 
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resignations of three members of the staff: Matron, 
Miss Lucy C. Sanders; Head Nurse, Miss Isabel W. 
Brodie; Night Supervisor, Miss Sophie Steffens. 
The new matron was until recently in charge of the 
Ladysmith General Hospital. 


* * * 


Mipp.LeTton, N.S.—Dr. Morse, of Lawrencetown, 
has been placed in charge of the X-ray department at 
the Soldiers’ Memorial Hospital. 


* * * 


Moncton, N.B.—At the closing session of the 
annual meeting of the Maritime conference of the 
Catholic Hospital Association, the following officers 
were elected for the ensuing year: President, Rev. 
Sister Mary of the Sacred Heart, of Inverness, N.S.; 
ist Vice-President, Rev. Sister M. Camillus, di- 
rectress of nurses, Saint John Infirmary; 2nd Vice- 
President, Rev. Mother Ignatius, Bethany, N.S.; 
3rd Vice-President, Sister Anna Seton, Superior 
Halifax Infirmary. 

* * * 


Moncton, N.B.—At the recent meeting of the 
newly organized New Brunswick division of the 
Catholic Guild of Nurses, the following were elected 
as officers: Miss Martina Carey, President; Miss 
Vesta Farren, Vice-President; Miss Frances Reed, 
Secretary; Miss Mary Downing, Treasurer. 


Moncton, N.B.—Miss A. J. MacMaster of the 
Moncton Hospital was in attendance at the four day 
conference of the Hospital congress in Atlantic City. 


* * * 


MONTREAL, QuE.—Hospital administrators from 
the principal countries of the world were entertained 
on June 8th at Montreal, under the auspices of Dr. 
A. K. Haywood of the Montreal General Hospital, 
who was the Canadian representative on the com- 
mittee in charge of plans for the International 
Hospital Congress at Atlantic City. 


* * * 


MonrtTREAL, QuE.—The new officers of the Inter- 
national Catholic Federation of Nurses, hitherto 
known as the International Catholic Guild of 
Nurses, include the following: Miss Alice M. 
O’Halloran, Harrisburg, Pa., president; Miss Mae 
Colloton, Cleveland, Ohio, 1st vice-president; Miss 
Ann E. Weisenhorn, Chicago, Ill., 2nd vice-president, 


* * * 


MontTrREAL, QuE.—In the death of Dr. A. Mac- 
kenzie Forbes, founder of the Children’s Memorial 
Hospital and the school for cripples affiliated with it, 
Montreal has lost one of its most noted surgeons. 


Continued on Page 40 
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Spring-Air Mattresses are now in use in 
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News of Hospitals and Staffs 


Continued from Page 38 


MONTREAL, QuE.—The McGill School for Gradu- 
ate Nurses have added two more nurses to their 


‘teaching staff in the persons of Miss Marion Linde- 


burgh and Miss Eileen Flanagan. 
* * * 


MontTREAL, QuE.—Miss Dorothy Clark of Tim- 
mins, a graduate in dietetics from the John Hopkins 
Hospital, Baltimore, has joined the staff of the 
Royal Victoria Hospital. 


* * * 


MONTREAL, QueE.—Dr. B. Alexander, a graduate 
of McGill University, and formerly of the Montreal 
General Hospital, has been appointed chief medica] 
officer of the Royal Eye Hospital at Manchester, 
England. 


* * * 


New WEsTMINSTER, B.C.—A new nurses’ resi- 
dence will be built for the Royal Columbian 
Hospital at Columbia and Sherbrooke Sts. A new 
heating plant will also be installed at a cost of $68,000. 


* * * 


OsHAWA, ONnT.—Miss E. McWilliams, Superin- 
tendent of the Oshawa General Hospital, on the eve 
of her departure for Europe, was presented with 
purses of gold by the Hospital Board and the Ladies’ 
Auxiliary. 

* * * 


Ottawa, OntT.—The Sisters of Misericorde of St. 
Mary’s Hospital celebrated the golden jubilee of 
their work in Ottawa during the last week of May. 


* * * 


OTTAWA, OnT.—The announcement has been made 
that in future the training school of the Ottawa 
General Hospital will be affiliated with Ottawa 
University, for the benefit of both institutions. 
The change will entail the adoption of a special 
course of study and examination, after which 
degrees will be conferred on deserving students. 


* * * 


Ottawa, OnT.—The Ottawa Civic Hospital has 
made arrangements with local physicians who are 
owners of radium, whereby patients in the hospital 
requiring radium treatments can secure them free 
of cost if unable to pay. The hospital, in turn, 
will look after insurance on the radium which is 
lent to them. 


* * * 


PEACE RIveR, ALTA.—Peace River is next in line 
for a municipal hospital, where a hospital district 
under the terms of the act has been established. 


se 

PEMBROKE, OntT.—The work of the Cottage 

Hospital is being extended through the addition of a 

laboratory, which is now being installed with all the 
latest equipment. 
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PENTICTON, B.C.—Thanks to the generosity of 
Mr. Fred G. Anderson, the Penticton Hospital 
Board is the recipient of $10,000, a gift which ensures 
the construction of a new wing which the institution 
urgently needs. 


* * * 


PonoKA, ALta.—Dr. A. Cassells, of the Brandon 
Mental Hospital, has been appointed to the staff 
of the Poncka Mental Hospital to fill a vacancy left 
by the appointment of Dr. Charles V. Fitzpatrick of 
that institution to the superintendency of the Oliver 
Mental Institute. The appointment became ef- 
fective on July 1st. 


* * * 


SARNIA, OnT.—Miss Bessie B. Eastman has 
accepted a position as X-ray technician at the 
Sarnia General Hospital. Before taking over her 
new duties Miss Eastman is taking a special study 
course in Detroit. 


* * * 


Toronto, Ont.—A wedding of interest recently 
took place in Toronto, when Dr. Duncan Graham, 
chief of the medical staff of the Toronto General 
Hospital, was married to Mrs. Enid Gordon Robert- 
son. Dr. and Mrs. Graham left immediately for 
the continent. 


* - * * 


Toronto, Ont.—The Board of Control of the 
City of Toronto has been petitioned for a grant of 
$200,000 to add accommodation to the Hospital for 
Incurables. 


* * * 


Toronto, Ont.—Dr. Charles S. McVicar, who 
organized Christie St. Military Hospital in 1918, 
and directed its affairs for three years, dropped 
dead on June 29th on the golf links of the Mayo 
Clinic at Rochester, Minnesota. 


* * * 


Weston, Ont.—An additional story costing 
$90,000 will be added immediately to the Toronto 
Hospital for Consumptives. This will provide ac- 
commodation for an additional 65 patients. Three 
additional wings to the nurses’ residence and a 
domestic help building will also be erected. 


* * * 


WEYBURN, SASK.—The contract for the new wing 
of the Weyburn Mental Hospital has been let for a 
consideration of $365,000, which does not include 
the cost of heating, plumbing, electrical work or 
structural steel. It is expected that construction will 
be completed by November. 


* ok * 


Wrnpsor, Ont.—Hotel Dieu, Metropolitan Gen- 
eral Hospital and the Essex County Health 
Association each receive $300,000 under the terms 
of the will of the late William J. McKee. Grace 
Hospital receives $150,000. According to the latest 
reports, five years must elapse before these hospitals 
will receive their bequests. 
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X-Ray Companies Merge 


The Merger of the Acme-International X-Ray 
Co. of Chicago and the Engeln Electric Co. of 
Cleveland, to be known as the American X-Ray 
Corporation, has just been announced, effective 
July 1st, 1929. Both of these companies have for 
many years played a conspicuous role in the de- 
velopment of X-ray and physical therapy apparatus, 
and have won a vast number of friends in the medical 
profession throughout the country. 

The extensive lines of both companies will be 
retained essentially unchanged, and a wide distribut- 
ing organization covering the United States and many 
foreign countries, will be maintained to service the 
products and give the closest personal attention 
to the requirements of the medical profession. 

This concentration, bringing together greatly 
increased facilities for production, research, experi- 
mental and educational activities, should prove 
of striking benefit to the profession, which is now 
offered an exceptionally wide line from which to 
choose suitable equipment, and is assured of excellent 
service facilities. 


Canada Well Represented at the First 
International Hospital Congress 

The first International Hospital Congress vas 
held during June in Atlantic City, with representa- 
tives from forty-four countries in attendance. 
Papers of general interest to hospital workers were 
presented in English, French and German, and 
synopses were translated by the chairman after each 
presentation. 

Canada was well represented on the programme, 
with the following gentlemen contributing: 

Dr. J. J. Heagerty, Department of Pensions and 

National Health, Ottawa. 

Mr. B. Evan Parry, supervising architect, De- 
partment of Pensions and National Health, 
Ottawa. 

Dr. Harvey Agnew, secretary, Department of 
Hospital Service, Canadian Medical Associa- 
tion, Toronto. 

Dr. George F. Stephens, superintendent, Winnipeg 
General Hospital, Winnipeg. 

Also in attendance were Dr. D. M. Robertson of 
the Ottawa Civic Hospital; W. R. Chenoweth of the 
Royal Victoria Hospital, Montreal; Dr. A. K. Hay- 
wood of the Montreal General Hospital; Arthur 
Swanson of the Toronto Western Hospital. 

It is proposed to hold the next convention in two 
years’ time in Vienna, Austria. 


Bachelors are Taxed for Hospital Costs 


Speaking before the Ontario Medical Association 
at the Royal Connaught, Hamilton, Dr. G. B. 
Roatta explained how Fascism had affected private 
practice and state medicine. He said in part: ‘In 
almost every centre of population bureaus have been 
established to provide proper care for expectant 
mothers. The expenses are defrayed by a tax on 


eo 


bachelors between the ages of 25 and 65. 
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Laundry Employees of Toronto Western 
Hospital Hold Annual Picnic 


Favoured by the best weather that has attended 
their outings for the past few years, the Western 
Hospital, Toronto, laundry employees’ annual picnic 
on Thursday, July 18th to Niagara Falls proved to 
be one of the most successful. The picnic-ers em- 
barked on the 7.30 boat, and breakfast was served 
at 9 o’clock. Community singing was led by Miss 
Lucy Smith, a young and talented pianist, and, 
according to the boats’ officers, Miss Smith con- 
tributed to the enjoyment of all the boat’s passengers. 
Arriving at Queenston, sports and races were indulged 
in, for which prizes had been donated by friends. 
The prize for the youngest person at the picnic went 
to Jackie Campbell, just seven weeks old. After a 
very excellent luncheon, the party embarked for the 
Falls and Chippawa, with genial ‘‘Bill’’ Sharpe in 
charge. Supper was served at the Refectory, Vic- 
toria Park, after which every one left for Queenston 
for the return boat. The party arrived in Toronto 
at 9.30 after fourteen hours of sunshine and enjoy- 
ment. 


Medical Association Elects Officers 


The following officers were elected for the ensuing 
year at the meeting of the council of the Canadian 
Medical Association convention recently held in 
Montreal: President, A. T. Bazin, Montreal; Presi- 
dent-elect, W. Harvey Smith, Winnipeg; General 
Secretary, T. C. Routley, Toronto; Honorary Treas- 
urer, Frank S. Patch; Executive Committee, Alex- 
ander Primrose, Toronto; L. J. Austin, Kingston; 
J. C. Meakins, Montreal; C. J. Veniot, Bathurst; 
J. G. Fitzgerald, Toronto; L. Gerin-Lajoie, Montreal; 
T. G. Hamilton, Winnipeg; J. G. McDougall, Halifax; 
J. S. M. Earhern, Calgary; F. N. G. Starr, Toronto; 
G. S. Young, Toronto. 


Publisher Heads Hospital Inquiry 


Announcement has been made by Premier Fergu- 
son to the effect that P. D. Ross, Esq., publisher of 
the Ottawa Journal, has been appointed chairman of 
the royal commission which is to investigate con- 
ditions in Ontario mental hospitals, the public 
hospitals of the province and the various juvenile 
welfare organizations throughout the province. The 
appointment of Mr. Ross follows the announcement 
of the inability of Mr. H. H. Williams of Toronto 
to accept the duty. 

The survey to be made is expected to result in a 
report embodying suggestions for best handling the 
mental defectives of the province and particularly 
the juveniles who are receptive to some form of 
manual training. The commission will have open 
powers to take steps it deems essential to the success 
of the probe. The training of nurses in occupational 
therapy and the much discussed relation of the 
nursing profession to the hospitals and _ public 
institutions will also be studied. 
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Positions Open 


AZNOE’S OPPORTUNITIES INCLUDE: (a) ANESTHET- 
IST wanted in Eastern Canadian hospital, 70 beds. 80 cases 
monthly. (b) DIETITIAN, Junior, through college and 
hospital training, able to take charge new 20 bed cottage, all 
bed patients; $80, chance to advance. (c) GENERAL DUTY 
NURSE about 30, for 25-bed hospital, northern Michigan. 
(d) INSTRUCTRESS wanted for 100-bed Ohio hospital, 
Catholic. (e) ASSISTANT NIGHT SUPERVISOR, large 
North Dakota hospital, $90. (f) OBSTETRICAL SUPER- 
VISOR, Wyoming, 100-bed hospital, $100. (g) OPERATING 
ROOM NURSE to have charge of surgery, $125 and main- 
tenance; 30 days vacation yearly; Northern Michigan. (h) 
SUPERINTENDENT for 25-bed Minnesota hospital. (i) 
Woman LABORATORY and X-RAY TECHNICIAN for 
25-bed hospital, New England; $125 and maintenance. No. 
2438, Aznoe’s Central Registry for Nurses, 30 North Michigan 
Avenue, Chicago, Illinois. 





Interne Wanted 


HOUSE DOCTOR required for 50-bed hospital, general work 
small remuneration. Apply Box 109, Canadian Hospital 
Magazine, 454 King St. West, Toronto. 





Diplomas 
DIPLOMAS—ONE OR A THOUSAND-—lIllustrated circular B 
~ saan request. Ames & Rollinson, 206 Broadway, New 
ork, 





Blankets 
BLANKETS FOR HOSPITALS—“If it’s blankets, buy the 
Skelton Brand.” We specialize in hospital blankets and sell 
direct from the mills. Get better quality blankets at lower 
rices. Hundreds of prominent hospitals are our customers. 
rite for miniature samples and prices. Skelton Woollen 
Mills Company, 47 King St. West, Toronto. 





Succ2ssful Administration Requires Correct 

Business Methods 

Continued from page 19 
remedy. After extending a cordial welcome to the 
patient we introduce the subject of business and if at 
all possible we secure a deposit. Then a statement is 
sent to the patient every Friday morning and 
payment is expected that evening or on Saturday. 
This bill, though it may bear a little bad news, 
nevertheless is resignedly accepted if on admission 
this regulation is explained to him. A follow-up 
system is continued after the patient leaves the 
hospital by the gentle reminder of a monthly account 
rendered. Perhaps many hospitals have similar 
difficulties. Would not the subject be appropriate 
for discussion? 

Each month a bird’s eye view of the financial 
standing of the hospital is imperative and we have 
adopted an easy method through a_ systemized 
keeping of a synoptic cash journal so that at a glance 
we may estimate the revenue, loss, and profit of our 
hospital during the said period. 

I must not overlook the telephone booth. What 
can be more important than the receiving and out- 
going calls in a_ hospital. An intelligent and 
efficient telephone operator should be conversant 
with medical terms and should be tactful, alert, 
interested, obliging, and polite. Information about 
patients should be given promptly and be at all 
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times prudently accurate, so that the friends and 
family of patients may feel that the hospital is 
anxious to serve them as well as their sick in a kindly 
way. 

Now for the last word. While stressing the 
need and advantages of correct business methods we 
must remember our hospitals’ greatest asset is, after 
all, the poor. The exercise of charity to the suffering 
poor is the prime reason for the existence of Catholic 
hospitals and the foundations of our vocation. Our 
genuine charity to this class of patients will bring a 
return of God’s blessings upon our work out of all 
proportion to earth’s recompense by the satisfaction 
which comes with the simple ‘‘God bless you, Sister,” 
from the lips of Christ’s poor. 
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As Well as High Grade 
Technical Equipment, 
Simpson’s Supplies the 
Nation’s Hospitals with 


Furniture and 
Furnishings 


The functioning of our Special 
Contract Department has given 
us an intelligent understanding of 
the hospital’s needs and require- 
ments. And day-by-day contact 
with makers and lovers of home 
enables us to bring to the furnish- 
ing of the hospital an invaluable 
quality of warm congeniality. 


Consult us, by mail, by telephone 
(Adelaide 8711) or by interview, 
on the subject of hospital furnish- 
ing and decorating. You will find 
here the things you seek at prices 
adapted to your plans. 
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ABSORBENCY 


more rapidly ses 
other absorbent f i 


these features 
save MONncy.. 


THE sum total of the many advantages of Cellucotton 
Absorbent Wadding represents a very definite saving of money 


| Greater 

“Yo 

ABSORBENCY to the hospital that uses it. 

| Dressings made of Cellucotton Absorbent Wadding last 


Celiaconon'Abeoshait longer because it is three to five times more absorbent. Many 
a | hospitals find that when using Cellucotton Absorbent Wadding 
fewer dressings and fewer changes are required —a saving of 
both time and material. 

Cellucotton Absorbent Wedding is the modern absorbent — 
a money saving, time saving material for all three major uses 
— defecation pads, maternity pads, prostatectomy and other 

heavy drainage cases. J 
a caias, gene | Cellucotton is the trade-marked name of this original cellu- 
lose product. Look for it, imprinted in the moeee of each 
belwdr ackage . . . Write today for a two-pound sample, which we 
shall be glad to send without charge or obligation to hospital 


D R ESSI N GS executives. 


Tae ae | LEWIS MANUFACTURING COMPANY 
ewes chanseeiete | ; OF CANADA, LTD. 
~ made possiblebythe Head Office and Warehouse: 96 Spadina Ave., Toronto 


T Colk absoriencr Montreal Office and Warehouse: McIntyre Building, 
Victoria Square 


MONEY SAVED 
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